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FOREWORD 

This Indian Standard (First Revision) was adopted by the Bureau of Indian Standards, after the draft finalized by 
the Dyes Intermediate Sectional Committee had been approved by the Petroleum, Coal and Related Products 
Division Council. 

This standard was first published in 1975 and has been revised in the light of experience gained during the long 
span of period. In the present revision, thin layer chromatography has been included as the method of test to keep 
pace with the present trends in the industry. 

4-Chloro-2-nitroaniline (C 6 H 5 0„N 2 CI) is an important dye intermediate, used in the manufacture of dyestuff and 
pigments. It is also used as a diazo component in azoic dyeing in which case it is called Fast Red 3 GL Base. It 
is represented by the following structural formula: 




NO 



CI 



4-Chloro-2-Nitroaniline 

(Molecular Mass : 172.6) 

[CAS Registry No. 89-63-4] 



The composition of the Committee responsible for formulation of this standard is given in Annex B. 

For the purpose of deciding whether a particular requirement of this standard is complied with, the final value, 
observed or calculated, expressing the result of a test or analysis, shall be rounded off in accordance with IS 2 : 1 960 
'Rules for rounding off numerical values {revised}'. The number of significant places retained in the rounded off 
value should be the same as that of the specified value in this standard. 



IS 7643 : 2003 



Indian Standard 
4-CHLORO-2-NITROANILINE — SPECIFICATION 

( First Revision ) 



1 SCOPE 

This standard prescribes the requirements and methods 
of sampling and test for4-Chloro-2-Nitroaniline. 

2 REFERENCES 

The following standards contain provisions which, 
through reference in this text constitute provisions of 
this standard. At the time of publication, the editions 
indicated were valid. All standards are subject to 
revision and parties to agreements based on this 
standard are encouraged to investigate the possibility 
of applying the most recent editions of the standards 
indicated below: 

IS No, Title 

1070: 1992 Reagent grade water (third revision) 

2552 : 1989 Steel drums (galvanized and 

ungalvanized) (third revision) 

5299 : 2001 Methods for sampling and tests for 

dye intermediates (first revision) 

3 REQUIREMENTS 

3.1 Description 

The material shall be in the form of orange to reddish 
brown powder and shall be free from visible impurities. 



3.2 The material shall be sparingly soluble in water 
and soluble in alcohol, ether and glacial acetic acid. 

3.3 The material shall also comply with the 
requirements given under Table 1. 

4 PACKING AND MARKING 

4.1 Packing 

The material shall be packed in steel drums (see 
IS 2552) or as agreed to between the purchaser and 
the supplier. 

4.2 Marking 

Each container shall be securely closed and shall bear 
legibly and indelibly the following information: 

a) Name of the material; 

b) Indication of the source of manufacture; 

c) Net mass; 

d) Lot or batch number; 

e) Month and year of manufacture; and 

f) The minimum cautionary note worded as 
below: 

'DANGER! HAZARDOUS SOLID AND 
VAPOURS RAPIDLY ABSORBED THROUGH 
SKIN'. 



Table 1 Requirements for 4-Chloro-2-Nitroaniline 

(Clauses 3.3, 5.3.1, 5.3.2 and 6 A) 



SI Characteristic 


Requirement 


Method of Test, Ref to 


No. 






^^_ 






'Annex 




Clause of IS 


(1) (2) 


(3) 


(4) 




(5) 


i) Melting point, °C, Min 


114 


- 




9 of IS 5299 


ii) Purity by nitrite value, percent by mass, 


98.0 


- 




13 of IS 5299 


Min 










iii) Matter insoluble in concentrated sulphuric 


0.2 


- 




11 of IS 5299 


acid, percent by mass, Max 










1V ) Impurities as: 










2-Chloro-4-nitroaniline, percent by mass, 


0.2 


Annex A 




- 


Max 
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4.2. 1 BIS Certification Marking 

4.2.1.1 Each container may also be marked with the 
Standard Mark. 

4.2.1.2 The use of the Standard Mark is governed by 
the provisions of Bureau of Indian Standards Act, 1 986 
and the Rules and Regulations made thereunder. The 
details of conditions under which the licence for the 
use of Standard Mark may be granted to manufacturers 
or producers may be obtained from the Bureau of 
Indian Standards. 

5 SAMPLING 

5.1 The method of drawing representative samples of 
the material shall be as prescribed in 4 of IS 5299. 

5.2 Number of Tests 

Tests for melting point, purity by nitrite value and 
impurities shall be conducted on each of the individual 
sample. 

Test for determination of solubility and description 
shall be done on composite sample. 



5.3 Criteria for Conformity 

5.3. 1 For Individual Samples 

The lot shall be declared as conforming to the 
requirements of this specification if each of the 
individual test results satisfies the relevant requirements 
given in 3.1 and Table 1. 

5.3.2 For Composite Samples 

For declaring the conformity of the lot to the 
requirements of matter insoluble and description while 
tested on the composite sample, the test result shall 
satisfy the relevant requirements given in Table 1 . 

6 TEST METHODS 

6. 1 Tests shall be conducted according to the methods 
prescribed and as indicated in col 4 of Table 1 . 

6.2 Quality of Reagents 

Unless specified otherwise, pure chemicals and 
distilled water (see IS 1070) shall be employed in tests. 

NOTE — 'Pure chemicals' shall mean chemicals that do not 
contain impurities which affect the results of analysis. 



ANNEX A 
[Table \, SI No. (iv)] 

THIN LAYER CHROMATOGRAPHIC ANALYSIS 
FOR DETERMINATION OF IMPURITIES 



A-l GENERAL 

Impurities are determined by thin layer chromatography. Reference may be made to IS 5299 for details of TLC 
test method to be followed. However, necessary details of test conditions are given below for guidance only: 



a) Product name 

b) Sample solution (on 100 percent basis) 

c) Application/volume for spotting 

d) Standard 

e) Test substance for impurities 

f) Plate type 

g) Fluent 



4-Chloro-2-Nitroaniline or Red 3 GL 

5 percent in acetone 

10 jil (for sample) 

2 u.1 and 4 uJ (for impurities) 

Reference standard 

2-Chloro-4-Nitroaniline 

Silica gel G 

Benzene : Ethyl Acetate 

90 : 10 

(Saturated-Double run) 
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h) Elution time 
j) Temperature 
k) Detection spray 
m) Evaluation 

n) Approximate Rf value-Main band 
- Impurities 



1 h 

25 ± 5°C 

]) SnCl 2 solution + PDAB solution 

Semi quantitative 

4-Chloro-2-Nitroaniline : Rf 0.6 

2-Chloro-4-Nitroaniline : Rf 0.3 



l} SnC1 2 solution : 10 percent solution in (1 : 1) water + 5 N HC1 

PDAB solution : p-Dimethylamino benzaldehyde 1 percent solution in (1:0.5:0.5) Methanol : Water: 5NHC1. 
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ANNEX B 

(Foreword) 

COMMITTEE COMPOSITION 

Dyes Intermediate Sectional Committee, PCD 1 1 



Organization 
Atul Limited, Valsad, Gujarat 



Ajanta Chemical Industries, New Delhi 
Colour-Chem Ltd, Mumbai 

Clariant India Ltd, Mumbai 

Development Commissioner Small Scale Industries, New Delhi 

Hindustan Ciba-Gcigy India Ltd, Mumbai 

Hindustan Organic Chemicals Ltd, Rasayani 

Indian DycstufT Industries Ltd, Mumbai 

Indian Chemical Manufacturers Association, Kolkata 
National Chemical Laboratory, Pune 
Sudarshan Chemical Industries Ltd, Pune 

The Dyestuff Manufacturer's Association of India, Mumbai 

The Gujarat Small Scale DyestutTs Manufacturer's Association, 
Ahmedabad 

BIS Directorate General 



Representative(s) 

Dr H. Kaiwar {Chairman) 

Shri H. B. Dhuvad {Alternate I) 
Dr J. G. Desai {Alternate II) 
Shri A. R. Desai {Alternate III) 

Shri S. D. Bhardwaj 

Shri Kapil Dev {Alternate) 

Dr S. Siddhan 

Shri A. K. Chatterjee {Alternate I) 
Shri K. K. Mehta {Alternate II) 

Dr J. N. Shah 

Shri K. S. Rindani {Alternate) 

Shri S. R. Singh 

Dr J. S. Rekhi {Alternate) 

Shri S. Rajagopalan 

Shri D. K. Murthy {Alternate) 

Shri R. B. Bhandare 

Dr S. S. Patil {Alternate) 

Dr S. R. Deshmukh 

Shri S. D. Pawar {Alternate) 

Shri G. C. Desai 

Dr K. V. Srinivasan 

Shri R. Satyanarayan 

Shri P. K. Parab {Alternate) 

Dr M. G. Narsian 

Dr S. C. Amin {Alternate) 

Shri R. S. Patel 

Shri R. R. Shah {Alternate) 

Shri Anjan Kar, Director and Head (PCD) 
[Representing Director General (Ex-qfficio)] 



Member Secretary 

Dr (Shrimati) Vijay Malik 

Director (PCD), BIS 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of goods 

and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in any form 
without the prior permission in writing of BIS. This does not preclude the free use, in the course of 
implementing the standard, of necessary details, such as symbols and sizes, type or grade designations. 
Enquiries relating to copyright be addressed to the Director (Publications), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are also reviewed 
periodically; a standard along with amendments is reaffirmed when such review indicates that no changes are 
needed; if the review indicates that changes are needed, it is taken up for revision. Users of Indian Standards 
should ascertain that they are in possession of the latest amendments or edition by referring to the latest issue of 
'BIS Catalogue' and 'Standards: Monthly Additions'. 

This Indian Standard has been developed from Doc : No. PCD 1 1 (2021). 
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